3,  During the interview by Sidney Feer before Young was
hired as a probationary employee, Fee asked Young if he had had
experience repairing a Wilcox continuous-raining machine.  Fee
understood Young to say that he had worked on a Wilcox Model

21 continuous miner for about 2 weeks, whereas Young believes
he explained to Fee that he had had enough experience in repair-
ing Joy continuous-mining machines and other types of equipment
to enable him, without difficulty, to adapt to repairing what
Young referred to as the relatively simple components of a Wil-
cox continuous miner.  As a matter of fact, Young had had no
experience at all in repairing Wilcox continuous-mining machines
when he began working for Terry Glen on November 10, 1982.

4.   In order to save Young the time and expense of the 3-
hour one-way drive from Terry Glen's mine to Buchanan County,
Virginia, Fee provided Young with living quarters in a building
owned by Terry Glen.  Young was not charged for those living
quarters.

5.  Young began working for Terry Glen on Wednesday, Novem-
ber 10, 1982, and was discharged on Friday, November 19, 1982.
Since Young did not work on Saturday or Sunday, he was employed
by Terry Glen for only 8 working days.  Young performed some
work on the surface of the mine on Wednesday and Thursday,
November 10 and 11, consisting of cutting off old bits and weld-
ing new bits on some augers for a Wilcox continuous-mining
machine.  Young's first trip underground occurred on Friday,
November 12, 1982.  He was shown how to ride the conveyor belt
into the mine on that day and was given an opportunity to famil-
iarize himself with the operation of a Series 21 Wilcox contin-
uous-mining machine.  Young had set timbers in the vicinity of

a Series 20 Wilcox continuous-mining machine while employed by
another coal company, but he did not perform any work on the
Series 20 machine.  There are no significant differences in the
way a Series 20 operates as compared with the Series 21 used in
Terry Glen's mine.

6,  On Monday, November 15, 1982, Young went underground
with Johnny Mack White, a certified maintenance foreman, to in-
stall some shims on a motor which had burned out on a Wilcox
continuous miner.  The new motor had been installed, except for
inserting the shims behind the motor, and all work replacing
the motor had been performed by a repairman named Robert Housley
who worked from 11:45 p.m. to 7:45 a.m.  Housley showed Young
where the shims had to be placed and went on out of the mine,
Housley did not remain to assist in installing the shims because
Housley had been told that Young was an experienced repairman.
Young had never installed a new motor on a Wilcox continuous-
mining maqhine.  Therefore, the shims were actually installed by
White, but Young claimed credit for having thought of loosening
the bolts so that the shims could be inserted.  Housley claimed,
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